To:  Manzanilla,  Enrique[Manzanilla. Enrique@epa.gov] 

From:  Kao,  Jessica 

Sent:  Thur  8/13/2015  4:00:53  AM 

Subject:  FW:  new  draft 

San  Juan  River  Response  ORA  update  draft  Q812.docx 


Jessica  Kao 

Chief  of  Staff,  Office  of  the  Regional  Administrator 

USEPA,  Pacific  Southwest  Region 

75  Hawthorne  Street 

San  Francisco,  CA  94105 

415-972-3922 


From:  Robberson,  Bill 

Sent:  Wednesday,  August  12,  2015  8:16  PM 

To:  Kao,  Jessica 

Subject:  new  draft 


Jessica: 


Regarding  the  percent  contribution  of  the  3 Million  Gallons  released  from  Gold  King  Mine,  it  accounts  for 
only  “0.00001  percent”  of  Lake  Powell’s  total  four  trillion  gallons  capacity  (half-full)  at  this  time. 


CDR  Bill  Robberson,  P.E.,  USPHS 

Regional  Response  Teams 
US  EPA  Region  9 
San  Francisco,  CA 
Ph  (415)  972-3072 

robberson.bilUifepa.gov 
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